REGENERATION 
CONTROL 


NOTE: 


ALL CAPACITOR VALUES ARE IN yp fd UNLESS OTHERWISE SPECIFIED. 
ALL RESISTORS ARE 1/2 WATT. 


© 


INDICATES VOL TAGE READING. 
VOLTAGES TAKEN WITH HEATHKIT® VTVM 


VOLTAGES MAY VARY + 20% DUE TO TOLERANCE OF COMPONENTS 


DC VOLTAGES TAKEN FROM TEST POINT TO CHASSIS GROUND. 
UNDER NO-SIGNAL CONDITIONS, WITH A NEW BATTERY INSTALLED. 


2® VOLTAGES TAKEN IN TRANSMIT POSITION 


Swi 
PUSH TO TALK 


HAND HELD CITIZENS BAND TRANSCEIVER 
MODEL GW-30 


—|lOOUFD 


Sw2 


0 ~o 


ON OFF 
SWITCH 


CRYSTAL 


L2 


